MADAM'S
HPHE labour-saving device for hydraulic pressure testing and similar work, which does all and more than a hand ram pump and works automatically from your shop air line.
Several models^ to give maximum pressures of 300 to io.,ooo Ib. per square inch hydraulic from 65 Ib. air pressure., controlled at will.
Will work with oil. Easily transportable; weight approx. i cwt
CHARLES S. MADAN & CO., LTD.
Vortex Works BROADHEATH, Altrincham
MAKERS OF:
High-class Non-ferrous Castings and Machined Components, Revolving Centres for Lathes, Ejectors for Ship Work, Deck and Hull Fittings, etc.
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